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NARA RG104, Entry 1, Box 150 


[Abstract:] Asks to be transferred to Adjusting Room. 


Phila. Gentm. 
January 30, 1888 


Hon. Daniel M. Fox, Esq. 
Dear Sir 


I wish to ask your favorable consideration, if you please. To an application to a transfer 
which is vacant since the 23 inst. A Mr. Ryan from Adjusting Room transferred to Rolling 
Room. I am in Melting Room and is not agreeable to my health. Suffering from heavy cold and 
treated by Dr. Somers of Germantown which I have certificate to show. The sudden change of 
temperature in the room from time to time and open windows. The position in adjusting room if 
it is your pleasure. I promise faithfully to serve you, faithfully, honestly and incorruptibly. 





Besides there is no late hours in reaching my home at night. 


If you can serve me pray do. Trusting your prospects in the future, will be as bright as the 
Electric Light. 


I remain your 
Humblest of Servants 
William Burke 

#11 Manheim St. 
Germantown. 


P.S. It is not true, there are many persons who go on the 10:26 PM train, for I and, A Mr. 
Nunneviler, are the only ones. He works in my room and as is allowed to go out by Mr. Gibson 
and I am not. Saying he has a standing order for him. Many will vouch for the truth of the same. 





Respectfully, 
W. Burke 


